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WOMEN’S 
FINALISSIMA 
2023 


Tactical Line-ups 
Final - Thursday 6 April 2023 
Wembley Stadium - London 


England Brazil 
1 Mary Earps GK) 12 Leticia GK) 
2 Lucy Bronze 2 Antonia 
3 Jessica Carter 3  Kathellen 
4 Keira Walsh 4 Rafaelle © 
5 Leah Williamson © 6 Tamires 
6 Alex Greenwood 14 Lauren 
7 Lauren James 15 Luana 
8 Georgia Stanway 16 Beatriz Zaneratto 
9 Alessia Russo 17. Ary 
10 Ella Toone 18 Geyse 
11 Lauren Hemp 21 + Kerolin 


Lauren 


Rafaelle 


Tamires 


Bronze 


13 Ellie Roebuck GK) 1 Camila a 
21 Hannah Hampton GK) 22 Luciana 
12 Maya Le Tissier 7 Duda Francelino 
14 Esme Morgan 8 Ana Vitoria 
15 Niamh Charles 9 Andressa Alves da Silva 
16 Jordan Nobbs 10 Duda Santos 
17 Chloe Kelly 11. Adriana 
18 Laura Coombs 13 Tarciane 
19 Rachel Daly 19 Yasmim 
20 Jessica Park 20 Fernanda 
22 Katie Robinson 23 Gabi Nunes 
23 Lotte Wubben-Moy 25 Portilho 
Coach: Sarina Wiegman Coach: Pia Sundhage 
Referee: Stéphanie Frappart (FRA) Assistant referees: Elodie Coppola (FRA) 
Manuela Nicolosi (FRA) 
Fourth official:Esther Staubli (SUI) VAR: Jérome Brisard (FRA) 


Assistant VAR. Maika Vanderstichel (FRA) 
UEFA delegate: \va Olivari-Ulisa (CRO) 


Weather conditions: Cloudy Night / Temperature: 9°C / Humidity: 72% 


19:56:04CET 
© Captain GK) Goalkeeper 06 Apr 2023 
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